Subject: 

Updated: Drug Lab Meeting 

Location: 

Lobby Conference Room 

Start: 

5/30/2012 11:00 AM 

End: 

5/30/2012 12:00 PM 

Show Time As: 

Tentative 

Recurrence: 

(none) 

Meeting Status: 

Not yet responded 

Organizer: 

Fuller-Jones, Sydney (DPH) 


Required Attendees: Fuller-Jones, Sydney (DPH); Nassif, Julianne (DPH); Boston Drug Lab 

Optional Attendees: Renczkowski, Daniel (DPH); Corbett, Kate (DPH); Glazer, Lisa (DPH); 

Saunders, Della (DPH); Khan, Annie (DPH); Phillips, Gloria (DPH) 

Resources: Lobby Conference Room 

When: Wednesday, May 30, 2012 11:00 AM-12:00 PM (GMT-05:00) Eastern Time (US & Canada). 
Where: Lobby Conference Room 

Note: The GMT offset above does not reflect daylight saving time adjustments. 

Monthly Drug Lab Meeting. This meeting has been moved to the Lobby Conference Room. 

Please note the room change. 

Thank you. 


Corbett email PRR 028364 



